Message 


From; Hanchett, James (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=JAMES.HANCHETT] 

Sent: 2/21/2012 3:26:40 PM 

To: McGuire, Thomas M (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail- 

01/cn=Recipients/cn=Thomas.M. McGuire] 

Subject: Order Problem 

Hi Tom, 

I tried to place an order today at http://dph-sli-acctng/epmx/admin/index.php . The site would not open. Is there 
a problem or is it my computer. 

Thanks, 


Jim Hanchett 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 
Phone 413-545-2607 
Fax 413-545-2608 
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